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Digitized  by  the  Internet  Archive 
in  2020  with  funding  from 
Columbia  University  Libraries 


https://archive.org/details/illuminatingglasOOerie 


Erie  Glass  and  Manufacturing  Company 

991  Union  Trust  Building 
PITTSBURGH,  PENNSYLVANIA 

CHICAGO  OFFICE  NEW  YORK  OFFICE 

1422  Merchandise  Mart  200  Fifth  Avenue 


CATALOGUE 
No.  40 


West  Coast 

SAN  FRANCISCO  OFFICE 
726  Mission  Street 
LOS  ANGELES  OFFICE 
825  Third  Street 


Illuminating  Glassware 


When  planning  a  new  home,  office,  business  establishment,  etc.,  or  reno¬ 
vating  the  present  one,  nothing  is  more  deserving  of  serious  thought  than 
the  ILLUMHSTATING  UNITS  which  will  be  used. 

SIGHT  IS  PRICELESS— GOOD  LIGHT  ESSENTIAL  TO  GOOD  SIGHT 

and 

THE  PROPER  ILLUMINATING  UNITS  ESSENTIAL  FOR  BOTH 


Many  years  of  experience  gained  by  serving  the  foremost  “consumers”  has 
gained  for  us  an  enviable  reputation  as  designers  and  producers  of  only  the 


finest  in  ILLUMINATING  GLASSWARE. 


On  the  pages  which  follow  are  to  be  found  “ERIE  UNITS”  suitable  for 
every  possible  use  in  the  home,  office-building,  store,  school,  church,  hos¬ 
pital  and  other  public  buildings.  Many  of  these  units  have  already  gained 
much  popularity  and  are  to  be  found  in  many  exclusive  homes  and  business 
establishments. 

Our  factory  facilities,  expert  designers,  sales  engineers  and  other  trained 
personnel  are  at  your  service,  ready  to  assist  you  with  any  “Lighting”  prob¬ 
lem  which  you  may  have. 


Quality 


Efficiency 


Sales  Appeal 


For  LIST  PRICES  and  INFORMATION  REGARDING  ORDERING 

Turn  to  Pages  52,  53,  54,  55  and  56 


The  "Erie”  9000  Series 


New  “Swedish  Modern”  Design 

Some  of  the  light  reflects  from  ceiling  for  Semi-Indirect  effect.  Balance  is 
diffused  uniformly  through  the  smooth  opal  glass  with  no  bright  spots. 
Dark  lines  accentuate  the  spherical  design  creating  an  effect  pleasing  to  the 
eyes.  For  this  reason,  these  units  are  ideal  for 

OFFICES  or  OFFICE  BUILDINGS,  BANKS,  SCHOOLS,  CHURCHES, 
STORES,  etc. 

For  those  who  prefer  undecornted  units,  we  offer  those  shown  on  page  3 
which  are  made  of  highest  quality  OPAL  glass.  The  16”  size  is  especially 
adaptable  for  schools  and  churches. 

Smaller  size  units  to  match  are  illustrated  on  pages  6  and  7. 


(HOLDERS  NOT  FURNISHED) 


A  group  of  OPAL  UNITS  of 
proven  merit  with  beautiful 
BLACK  DECORATIONS 
or  ALL  OPAL 


NOTE:  For  information  regarding  size,  packing,  weight,  etc.,  see  pages  3  and  4. 
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Commercial  Opal  Glassware 


No.  9012  OPAL 


No.  9014  OPAL 


Standard  Weitiht  SuKSiested 
Diameter  Fitter  Depth  Packapre  Per  Carton  Wattapre 


Diameter  Fitter 


Standard  Weiprht  Suggested 
Depth  Package  Per  Carton  vVattage 


12 


6"  10 Vi"  2  15  lbs.  100 


14" 


12 '/2 


16  lbs. 


150 


No.  9016  OPAL 

Standai'd  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattag.' 


16" 


6"  li'A"  1 


11  lbs.  200 
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Commercial  and  Residential  Decorated  Glassware 


No. 

9012-735  BLACK  DECORATION 

Standard 

Weight  Suggested 

Diameter 

Fitter 

Depth 

Package 

Per  Carton  Wattage 

12" 

6" 

10 '/z" 

1 

7  lbs.  100 

No.  9014-73.5  BLACK  DECORATION 


Diameter 

Fitter 

Depth 

standard 

Package 

Weight 
Per  Carton 

Suggested 
W  attage 

14" 

6" 

nVz" 

1 

8  lbs. 

150 

No.  9016-735  BLACK  DECORATION 


Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

16" 

6" 

14 '/4" 

1 

11  lbs. 

200 
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LUMINAIRE  DISTRIBUTION  DATA 


Mean  Vertical 


REPORT  NO.  149047 


Electrical  Testing  Laboratories 

New  York.  N.  Y. 

ORDER  NO.  73122-S 


PLATE  NO.  93211 


CANDLEPOWER  DISTRIBUTION 
MO. 9014  SNCLOSmO  GLASS  OLOBE* 

Tested  In  Conaplianee  with  Ulinaisating  Engineer Ing  Society 
Standard  Testing  Specifications 


Globes  -  25  Sulsnitted; 
Inspected  and 
Weighed {  6  Tested. 

Light  output  range 
81^  to  ai.9^. 

Average  80.%. 

Lai^p  -  200  Watts;  115 
Volts;  9640  Lumens; 

PS30  Ihslde-Frosted 
Bulb;  C*9  Filament; 

Medium  Base; 

General  Service. 

Surface  covering  globe 
opening;  reflection  factor 
0.40. 


White  Diffusing  ^Lass' 

Weight  of  Test  Sample  «»  78  ozs 


Rendered  to  Erie  Sales  and  Manufacturing  Company 


MID* 

XONC 

ANQLtt 

CAMOtEP«7WE» 
AT  10  PSST 

ZONAL 

LUWCN9 

MtO* 

ZONV 

ANOLra 

CAPOLSFOWtff 
AT  10  PtET 

ZONAL 

tUMCNB 

ieo*iTH. 

90°hcii. 

175® 

.  islJ 

85° 

.294 

165° 

_.5S- 

73° 

239 

293  . 

155* 

210 

1.  ^ 

65° 

.246 

244 

145® 

211 

^32 

55° 

253 

227 

las® 

219 

166 

45° 

£99 

800 

125° 

219 

iw 

35' 

264 

166 

1  15° 

a24„ 

Q22 

25° 

..26$ 

124  . 

105° 

227 

240 

1  5° 

.273 

77 

95® 

ftsn 

.^1 

5® 

275 

26 

0°  NiSIt 

276 

LIGHT  FLUX  VALUES 


_  975 

mi 


0'’90° 

90°-180° 

o'-ieo“ 


LUHtN« 

..$90  1 
-1572_ 
1382 
3S|Q J 22M 


Pen  esNT 
Total  Lum«  na 

■  AAg  LAMP 


PER  rCNT 
LiaHT  OUTPUT 


LUMINAIRE  BRIGHTNESS 


103® 


CANDLSPOWeW  psn  »OUA»IS  INCH 

TmC  ..NOW.  INOICAtl  TMI  LOCATION  ANO  ANat.(  O.  1.  1«  « 


Locations 
Cp  PC.  So.  In 

TUTKO  bv 


H _ J  J  K  j-  . 

1.8  1.6  2.1  1.7  1.8  2.0 


1.5  1.8  1.6  2,0  2.1  1.6  2.1 

•u  cr  *E.T.L.  Ide«tifloation  Ko.9810  t  i  9.1  -iq-mj 

/iV'  ^  PLCTrro  i.y  c>.'MPurT,^*T>  _ ..HicKto  UT._.i/t  ’’  li^ui  o  J  Uiy  l?«5y  • 


fftOC 
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Commercial  and  Residential  Decorated  0lassware 


lilB! 

m 

Ok:: . :: . :'::3 

Bit 

_ 

BEAUTIFUL,  | 
MATCHED, 
DECORATED, 
SPHERICAL 
DESIGN. 

For  the  HOIME, 
HOTEL  or 
HOSPITAL. 

The  Black  Lines 
and 

DECORATIONS 
add  contrast 
interest. 

No.  9006-7.3.5 
has  a 

REMOVABLE 
RIBBED 
CRYSTAL 
BOTTOM  DISH 
which  tends  to 
shed  more  lig:ht 
below  where 
needed  OVER 
SINK,  in 
SMALL 
KITCHEN 
or  BATH. 


No.  9000-7.35  BLACK  DECORATION 
REMOVABLE  CRYSTAL  BOTTOM 


No.  9007-735  BLACK  DECORATION 


Di.imeter 

6%" 


Fitter 

2 ' 4  " 


Standard 
Depth  Packasie 

6"  12 


Weight  Suggested 
Per  Carton  Wattage 


22  lbs. 


60 


Diameter 

e-Ks" 


Fitter 

4" 


Standard 
Depth  Package 


6' 


12 


Weight  Suggested 
Per  Carton  Wattage 


20  lbs. 


60 


No.  9001-7.35  BLACK  DECORATION 


Depth 

3" 


Fitter 

9  1." 


Length 

5'/2" 


Standard 

Package 

24 


Weight 
Per  Carton 

25  lbs. 


No.  9009-735  BLACK  DECORATION 


Diameter 

8'/2" 


Fitter 

4" 


Standard 
Depth  Package 


Weight  Suggested 
Per  Carton  Wattage 


m,  i  /  ft 

4  >4 


12 


30  lbs. 


4  0 


No.  9010-735  BLACK  DECORATION 


Diameter 

10" 


Fitter 

4" 


Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


■4 


15  lbs. 


100 
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Commercial  and  Residential  Opal  Glassware 


These  units  are 
the  same  design 
as  those  to  the 
left  except  that 
these  do  not 
have  the 
decorations. 
Made  of  smooth, 
even  texture 
OPAL  GLASS, 
these 

UNITS  ARE 
IDEAL 
for  those  who 
prefer  plain 
fixtures. 
These  units 
give  forth 
SOFT, 
DIFFUSED, 
PLEASING 
LIGHT 
WITHOUT 
SHADOWS 
or  annoying 
glare. 

Using  porceiain 
holders 
with  these 
units  makes 
an  ideal 
cnmbination. 


No.  9006  OPAL— REMOVABLE  CRYSTAL 
BOTTOM 


Diameter  Fitter 

efs"  2'/4" 


standard  Weight  Siiggested 
Depth  Package  Per  Carton  Wattage 


6" 


12 


20  lbs. 


60 


Diameter  Fitter 

6%"  4" 


No.  9007  OPAL 

Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


6'/ 


12 


20  lbs. 


60 


Depth 

3" 


No.  9001  OPAL 


Fitter 
2  Vi" 


Length 

5'/2" 


Standard 

Package 

24 


Weight 
Per  Carton 

25  lbs. 


No.  9009  OPAL 

No.  9010  OPAL 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight  Suggested 

Per  Carton  Wattage 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

SVz" 

4" 

7'/4" 

12 

30  lbs.  75 

10" 

4" 

9'/,"  4 

15  lbs. 

100 
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REPORTvNO,  3.49049 


Electrical  Testing  Laboratories 

New  York.  n.  Y. 

ORDER  NO.  733.22-S 


PLATE  NO.  33213 


candlepower  distribution 

NO. 314  ENOLOSmO  GLASS  GLOBE* 

Tested  tn  Compliance  with  lUuminatiag  Engineering  Society 
Standard  Testing  Specifications 
Rendered  to  Erie  Sales  and  Manufacturing  Company 

,  ,  .  V.  .1  ’SO®  175®  165”  155”  M5" 

Globes  -  26  Submitted;  25  Inspected  and  Weighed; 

6  Tested,  Light  output  range  80.6jfc  to  01.5^. 

Average  ai?&.  ^  !_ 

Lamp  -  200  Vfetts;  115  Volts; 

3640  Lumens;  PS30  j 
Inside-Frosted  “r~  p " 

Bulb;  0-9  Filainent;  I 
Medium  Base;  ^  f 

General  Service .  I 

Surface  covering  “~ 

globe  opening;  reflection 
factor  0.40. 


WMte  Diffusing  Glass  j _ /sf 

Weight  of  Test  Semple  -  44  ons  ^ 


LUMINAIRE  DISTRIBUTION  DATA 


Mean  Vertical 


MiO* 

fONt 

ANGLIkB 

CASOtf  RI7WKR 
AT  10  RtffT 

20NAL 

lumlks 

MiO* 

XONiC 

ANOLSS 

CANrLer»ow<i« 
AT  IV  RttT 

20NAL 

LUMEN* 

I0O”IW, 

247 

90”ni!*. 

191 

175” 

K7 

23 

85” 

199 

217 

165° 

232 

66 

75” 

218 

231 

155” 

£30 

106 

65” 

243 

^  241 

145” 

215 

135 

55* 

278 

249 

135“ 

206 

159 

45” 

313 

242 

125“ 

198 

178 

35” 

339 

1  15” 

192 

191 

25” 

.357 

149  .. 

105” 

185 

196 

1  5* 

369  J 

104 

95” 

187 

204 

5” 

377 

36 

O”  wci* 

379 

LIGHT  FLUX  VALUES 


ZONK 

Lumens 

PFR  CENT 
TO'VAL  Lumcn« 
BARE  LAMP 

PR.«  CENT 
LIOMT  OUTPUT 

LAMP 

LUMINAinC 

0“-60” 

975 

10Q9 

27,5 

81 

0”-90” 

1861 

.  1698 

46,5 

so”-iao“ 

.  1779 

..1298_J 

34.5 

O' -180“ 

3640-/ 

.  m6.-i 

_ 

LUMINAIRE  BRIGHTNESS 


Locations 
Cp.  pea  Sq  Ik. 


B 


TCfTED  HY 

APPROVED  BY 


♦B.T.L,  Identification  No. 9819 

pLorrtD  av  cojapw^d  by  -- _  .  CMCCKtP  av 


Candlcpowep  per  square  inch 

ThT  ARROWS  (NDtCATE  IHC  LOCATION  AND  ANOLI  OR  VI»W 

D  E 


_ _ _ G  H _ t_ _ J _ K _ L _  M 

1.8  2.2  2,4  2.9  3.8  1.9  3.6  3.0  2.4  3.8  2.1  3.2  2.9 


in  charge  of  test 


PuKe  8 


The  '’Erie”  300  Series 


For  every  type  of  competitive  work, 
we  recommend  this  line  of  OPAL 
UNITS. 

GOOD  LIGHT,  with  NO  GLARE 

These  units  are  ideal 
for 

RESIDENTIAL 
as  well  as 
COMMERCIAL 

use. 


NOTE:  Metal  holders  shown  above  are  merely  for  illustrative  purposes  and  are  not  furnished  by  us. 
FOR  INFORMATION  REGARDING  SIZES,  PACKING,  WEIGHTS,  ETC.,  TURN  TO  PAGE  10. 
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Commercial  and  Residential  Opal  Glassware 


No.  320 

No.  312 

Diameter 

Fitter 

standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

10" 

4" 

7'/4"  8 

22  lbs. 

100 

No.  300 

12" 

6"  7 

11/16"  4 

18  lbs. 

150 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

8 11/16" 

4" 

6^4"  12 

28  lbs. 

100 

No.  314 

No.  316 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Fitter 

standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Watt4.^i 

14" 

6" 

8^4"  2 

12  lbs. 

200 

16" 

6" 

93/4"  1 

8  lbs. 

300 
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The  'Venetian  Blind’’  Series 


CRYSTAL 

CENTER 

AND 

BOTTOIM 


OPAL 

AND 

OPAL¬ 

DECORATED 

GLASSWARE 


No.  1007 


No.  1008-756 


No.  1008 


No.  1009 


No.  1010-756 


No.  1010 


A  VERY  NOVEL  AND  EFFECTIVE  DESIGN 

Crystal  center  and  bottom  are  ribbed  to  direct  more  light  below  WITHOUT  UN¬ 
DUE  GLARE.  The  ribbed  glass  has  a  prism  effect  and  diverts  the  rays  of  light. 

The  same  design  is  offered  in  plain  opal  or  decorated. 

Your  choice  of  two  sizes  in  any  combination. 


Cat. 

No. 

Description 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight 
Per  Carton 

Watt 

Capacity 

1007 

Crystal  Center  &  Bottom 

00 

4" 

00 

12 

30  lbs. 

100 

1008 

Opal 

8%" 

4" 

1 

1  ^ 

00 

1 

12 

30  lbs. 

100 

10008-756 

Opal  with  Black  Decoration 

00 

4" 

00 

12 

30  lbs. 

100 

1009 

Crystal  Center  &  Bottom 

6t’8" 

4" 

61^3" 

12 

20  lbs. 

60 

1010 

Opal 

61^5" 

4" 

61^3" 

12 

20  lbs. 

60 

1010-756 

Opal  with  Black  Decoration 

6  A" 

4" 

CD 

12 

20  lbs. 

60 

Paire  11 


The  “Erie”  4400  Series 


A  group  of  units  which 
continue  to  enjoy  wide¬ 
spread  popularity. 

The  graceful  lines  of  the 
units  and  the  efficient  dif¬ 
fusing  medium  of  the  glass, 
are  your  customers’  assur¬ 
ances  of 

Good  Light  Always. 


Approved  by  the 
ELECTRICAL  TESTING 
LABORATORIES,  these 
units  are  a  welcome  addi¬ 
tion  to  any  room  in  which 
they  are  hung. 


OBTAINABLE  WITH  CRYSTAL  TOP,  ALL  OPAL  or  OPAL  WITH  BLACK  DECORATION. 

FOR  INFORMATION  REGARDING  SIZES,  PACKING,  WEIGHT,  etc.,  TURN  TO  PAGES  13,  14,  15,  16  and  17. 
NOTE:  Metal  holders  shown  above  are  merely  fo  r  illustrative  purposes  and  are  not  furnished  by  us. 
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REPORT  NO.  14161E 


Electrical  Testing  Laboratories 

New  York.  N.  Y. 

ORDER  NO.  65172-S 


PLATE  NO  29731 


CANDLEPOWER  DISTRIBUTION 
NO.  4414  ENCLOSING  GLOBE* 

Tested  in  Complianoe  with  Illuminating  Engineering  Society 
Standard  Testing  Specifications 

Rendered  to  Erie  Sales  and  ISanufacturiug  Company 

160^  175°  165°  155° 


Globes  -  162  Submitted;  25  Inspected  and 
Weighed;  6  Tested o  Weight  of  Test  Sample  - 
68  02,  ^ 

Light  output  range  77,5 
to  81,5^,  Average  79%,  1 

I 

Lamp  -  200  Watts;  [  “3 

115  Volts;  3640  J,.|  ' 

Lumens;  PS 30 
Inside  Frosted 
Gas-Pilled  Bulb; 

C-9  Filament; 

Medium  Base; 

General  Serviceo 

Surface  covering  globe  G 
opening;  reflection  factor  I 
0,40, 


LUMINAIRE  DISTRIBUTION  DATA 


MEAN  VERTICAL 


MID- 

ZONC 

AN^LCS 

CANOLtFOWtn 

at1()p»,t 

zon4l 

LUMCN9 

MID- 

XONK 

ANaLKS 

CAHOLtFCWKII 

ZONAL 

LUUCHS 

180°Kil. 

■T78"  ■ 

90®i»«. 

189 

ITS® 

170 

16 

85® 

192 

Ell 

163® 

183 

52 

75® 

ElO 

E22 

1S»5® 

196 

91 

65® 

237 

E35 

143® 

202 

127 

53® 

267 

E39 

135® 

209 

162 

45® 

294 

EE8 

125® 

210 

188 

36° 

318 

200 

t  15“ 

205 

203 

25® 

Ml 

158 

105® 

194 

206 

1  5® 

353 

100 

93® 

180 

206 

5® 

357 

34 

0°  luem 

358 

LIGHT  FLUX  VALUES 


70NC 

Lumens 

FER  CENT 
Tcftal  LUMK.**e 
SARV  LAMF 

LAMF 

LUMINAIRE 

O®-60® 

993 

959 

26,5 

0®-90° 

1852 

1627 

44,5 

90®-180® 

1788 

1249 

34,5 

0-180® 

3640  1  2076 

79 

Ptn  CENT 
LIOHT  OUT#*UT 


79 


LUMINAIRE  BRIGHTNESS 


CANOLePOWEP  PER  SQUARE  INCH 
The  ARROWS  INOfCATC  IHC  LOtAIIOH  AND  ANC.Lt  O.  WI.W 


LOCATIONS 

Cp.  pcr  Sq.  In. 


A _ B__ 

1,4  2.2  2,5 


8,6  4.2  1,5 


TESTED  BY  .• 


APPROVED  BY 


^  I/*  /SoT.L.  IdentifioaMM  No.  7127 

_ RLQTTrO  BY  _ COMPUTED  CHECREOBY 


G _ _±!  •  >-  ^ 

4  4  3,5  2,5.  4.4  2,1  3.7  2,5 

ISSUED  June  22,  1937, 


ENatNCER  IN  /char 


F  PMOTOMCTRY 


O.tt^ 


IN  CHAPGb  OF  TEST 
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Commercial  and  Residential  Opal  Glassware 


No.  4447  OPAL 

No.  4412  OPAL 

Diameter 

Fitter 

Depth 

Standard 

Packafte 

Weierht 
Per  Carton 

SusTKested 

Wattajie 

Diameter 

Fitter 

Dejith 

standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

8'/2" 

4" 

8" 

13 

35  lbs. 

100 

12" 

6" 

10 '/i 

"  4 

20  lbs.  1.50 

No.  4448  OPAL 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

4" 

6  Vi" 

12 

31  lbs. 

60 

No.  4414  OPAL 

No.  4416  OPAL 

Diameter 

Fitter 

Depth 

Standard 

PackaKe 

Weight 
Per  Carton 

SuKprested 
W  attapre 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

14" 

6" 

11 

"  *> 

13  lbs. 

200 

16" 

6" 

12'V4 

"  1 

8 1/2  lbs.  300 

I 
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Commercial  and  Residential  Decorated  Glassware 


No,  4447-674  BLACK  DECORATED  Lc.  4412-674  BLACK  DECORATED 


Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

W  attiige 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Sugg3sted 

Wattage 

S'/z" 

4" 

8" 

12 

3.5  lbs. 

100 

12" 

6" 

10 '/4" 

1 

5  lbs. 

150 

No.  4448-674  BLACK  DECORATED 

Standard  WeiKht  Su^Kested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


6%"  4"  6V4"  12  21  lbs.  60 


No.  4414-674  BLACK  DECORATED 


No.  4416-674  BLACK  DECORATED 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


14"  6"  11  !4"  1  7  lbs.  200 


16"  6"  12y4"  1  8'/2  lbs.  300 
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REPORT  NO.  141613 


Electrical  Testing  Laboratories 

.New  York,  N.  Y. 

ORDER  NO.  6617 2-S 


PLATE  NO  29732 


CANDLEPOWER  DISTRIBUTION 
NO,  4464  SNCLOSING  OLOBE* 

Tested  in  Compliance  with  Illuminating  Engineering  Society 
Standard  Testing  Speoif Icat Ions 


Rendered  to  Erie  Sales  and  Manvifac taring  CcMapany 

175°  165°  !5r 


CoA/F/<5a/f/)r£o 

Si/rss 


Globes  »  31  Submitted;  £5  Inspected  and 
Weighed;  6  Tested. 

Light  output  range  78  to  82^,  Average  79o5f-^. 
Lanrp-200  Watts;  115  j'  Cceaf? 

Voltes;  3640  Lv®0ns; 

B530  Inside  Frosted  j 

Gas-Filled  Bulb;_^ _ 

C-9  Filament;  ft| 

Medium  Base;  y 
General  Service 
Surface  covering 
globe  opening, 
reflection  factor 
0o40.  ^ 

Weight  of  Teat  Sample  -  , 

4  lb  11  OZo  ^  Di(^FUS(N6  k 

Class  S' 


LUMINAIRE  DISTRIBUTION  DATA 


MEAN  VERTICAL 


MID- 

ZONK 

ANGLES 

CAMOL«FOWt« 
*10  "" 

ZONAL 

LUMENS 

MIO> 

ZONE 

ANGLEE 

CANOtSFnw-eR 

*10'*" 

ZONAL 

LUMENS 

J80‘llil 

112 

90*l»li 

116 

175“ 

126 

12 

85* 

99.5 

112  . 

165“ 

158 

44 

75* 

101 

107 

155* 

262 

122 

65* 

121 

120 

145* 

407 

261 

55“ 

130 

135® 

393 

304 

4  5“ 

164 

127 

125* 

389 

349 

35“ 

177 

111 

1  15* 

381 

378 

25* 

188 

87 

105* 

346 

359 

1  5“ 

I  194 

55 

95* 

T79 

5* 

l96 

19 

O*  n*m 

196 

LIGHT  FLUX  VALUES- 


O''.60" 


0°-Q0^ 


eo’-ieo° 


0^-180° 


Lumcns 


993 


1882 

1788 


LtlMlNAivg 


529 


868 


3640 


2027 


2895 


ClCNT 

T»Tet  Lumpnc 
QAOtt  LAKF 


14.5 


24 


_5_5  = 
79, 


RgR  CfNT 
LIGHT  OUTI»UT 


79o5 


LUMINAIRE  BRIGHTNESS 


Locations 
Cp.  pe«  Sq.  In. 


Oo9 


Canolepower  per  square  inch 

The  ARieows  indicate  the  location  and  ancle  of  view 

B _ C _ p _ ^ _ E _ F _ G _ _H _ I _ J__  __K  _  ,  L  _  M 

1.6  1.4  10.5  2.4  0.6  2.5  2.0  1,1  2.5  1.3  2.3  2.5 

^^♦E.T.L.  Identification  No.  7178  oo  ^Q%n 

PLOrTED  BY  COMPUTED  0Y  CHECKED  BY  ‘  _  ISSUED  J  UHd  CC  ,  iVuro 


APPROVED  BY 


CNUIN 


U I N  E 


or  photometry 


Si 

IN  CHARGE  or  TEST 
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Commercial  and  Residential  Crystal  Top  Glassware 


No. 

4445 

No. 

4462 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

00 

4" 

8" 

12 

35  lbs. 

100 

No. 

4446 

12" 

6" 

10 '/4" 

4 

20  lbs. 

150 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

6%" 

4" 

6'/4" 

12 

21  lbs. 

60 

No. 

4464 

No. 

4466 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

14" 

6" 

11 '/t" 

2 

13  lbs. 

200 

16" 

6" 

12^4" 

1 

S'/z  lbs. 

300 

Paiie  17 


CRYSTAL 


No  1708  No.  1706 


or 

OPAL 

DIRECTIONAL 

LOUVRE 

EFFECT 

BOTTOM 

UNITS 


Cat. 

No. 

Description 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

Louvre 

Diameter 

Watt 

Capacity 

1405 

Same  as  No.  1406  except  all  Opal 

6%" 

4" 

5%" 

12 

20  lbs. 

10  %" 

60 

1406 

Cry.stal  Directional  Louvre  Effect 
with  Cry.stal  Bull’s  Eyes. 

Bottom  0.y^" 

4" 

5%" 

12 

20  lbs. 

10 

60 

1407 

Same  as  No.  1408  except  all  Opal 

cc 

4” 

6%" 

12 

32  lbs. 

13%  " 

100 

1408 

Crystal  Directional  Louvre  Effect 
with  Crystal  Bull’s  Eyes. 

Bottom  gi,', " 

4" 

6%" 

12 

32  lbs. 

13  %" 

100 

1705 

Opal 

6  " 

4" 

5y8" 

12 

20  lbs. 

10  %" 

60 

1703 

Cry.stal  Ribbed 

6  1^. " 

4" 

578" 

12 

20  lbs. 

10  %" 

60 

1707 

Opal 

S’i" 

4" 

6V2" 

12 

30  lbs. 

13  %" 

100 

1708 

Crystal  Ribbed 

8'  .r  " 

4" 

6V2" 

12 

30  lbs. 

13%  " 

100  1 

NOTE:  For  units  with  LOUVRES  specify  the  number  of  the  unit  followed  by  dash  L  as  in  illustrations  of  No.  1408-L. 

Weights  specified  above  do  not  include  Louvres  as  these  are  packed  separately. 
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a 


No.  16140 
for 

French  Hanger 


A  unit  which  fills  a  wide¬ 
spread  need  for  improved  di¬ 
rect  lighting. 

The  louvre  bottom  portion 
has  been  so  designed  as  to 
prevent  any  glare,  yet  give  a 
maximum  of  light. 

Especially  recommended  for 
those  establishments  or  labora¬ 
tories  where  a  bright  comfort¬ 
able  light  is  desired. 

(Note:  Holders  not  furnished) 


No.  1514 
for 

Standard  6"  Fitter 


Cat. 

No. 

Description  1 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight 

Per  Carton 

Suggested 

Wattage 

1514 

Crystal  Directional  Louvre  Effect 
Bottom  with  standard  fitter 

14" 

6" 

IW 

1 

10  lbs. 

200 

1515 

Same  as  No.  1514  except  all  Opal 

14" 

6" 

14  tk" 

1 

10  lbs. 

200 

15140 

Same  as  No.  1514  except  for 
French  Hanger 

14" 

mv 

1 

10  lbs. 

200 

15150 

Same  as  No.  15140  except  all  Opal 

14" 

13  W' 

1 

10  lbs. 

200 
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REPORT  NO.  149048 


Electrical  Testing  Laboratories 

New  York.  N.  Y. 

ORDER  NO.  ?312£«S 


(• 

Si 


PLATE  NO.  33212 


candlepower  distribution 

HO.  1414  •ENOLOSIHO  GLASS  GLOBE* 

T*st«d  in  OoBipllanod  with  Illuiaiziatlng  Engineering  Seoiety 
Standard  Testing  Specif ioatlons 
Rendered  to  Erie  Sales  and  Manufacturing  Ccnnpany 

ISO’  UJ’ _ 165°  155°  1-45° 


Globes  -  32  Submitted;  25  Inspeoted  and  Weigbed; 
6  Tested.  Light  output  range  74.B5t  to  76Jt. 
Average  75,5^.  ^ 

Lamp  -  200  Watts;  115 
Volts;  3640  Lumens; 

P530  Inside^FrostecL 
Bulb;  C-9  Filament;* 

Medium  Base;  *  ^ 

General  Service. 

Surface  covering 
globe  opening; 
refleotion  factor  0.40. 


Enameled  glass  with 
louvers  in  bottom. 

Weight  of  Test  Saagtle  -  66 


LUMINAIRE  DISTRIBUTION  DATA 


Mean  Vertical 


MlO> 

ZONC 

ANGLC9 

CA><Ol.t^OWCN 
AT  lO  Fttr 

ZONAL 

LUMa’N9 

HIIO' 

ZONt 

ANGLCh 

CAWOLSFOWte 

AT  \o  rtSf 

ZONAL 

LUMfNM 

180"  iw. 

205  I 

9O'')l0«. 

164  , 

175° 

i03._ 

„,.19.. 

85° 

175  .. 

.  191  . 

105" 

§6 

75° 

.  196 

,107. 

155° 

200 

93 

05° 

229 

227 

145° 

194 

L  122 

55° 

276 

135* 

188 

145 

45° 

316  J 

,  ^4 

125“ 

180 

Itt 

35° 

343 

215 

1  15° 

.  J.65_ 

168.  . 

25° 

370 

171  . 

105“ 

155 

164.  _ 

1  5°  ' 

370 

105 

95° 

L  157 

172 

5° 

394 

37 

0°  MPW 

LIGHT  FLUX  VALUES 


ZONC 

Lumbnc 

P»r»  CENT 
ToTAi.  Luwrr4« 

Pfw  CENT 
LIGHT  CUTOUT 

LAMA 

LUMINAIAC 

BAPV  LAMP 

1  1 

0 

o 

0 

o 

975 

1019 

28 

o°-oo° 

1861 

1644 

45 

75.5 

90°-180° 

.1779  ' 

30.6 

0°-180° 

.■,■3648,.. 

. 2714 _ 

_ Zfiafi-J 

LUMINAIRE  BRIGHTNESS 


LOCATIONS 
CP  PtP  So.  In 


_  A 

1,6 


,  B 

1.9 


c 

'3.3“ 


CaNOLKPOWIR  PKP  SQUAPt  INCH 
The  AA.OW,  INOtC.TC  1HE  UOCATION  AND  ANakl  OA  VKW 

D  _  ^ 

12,8 


TctrcD  av  .  RLOTTet>  MY 


2.9  12.8  2,3  4.7  3.1  3.3 

♦E.T.L.  Idcntifioatlon  No.9004 

COJJPfrmp  BY  . .  CMECRBO  BY _ 


APPROVED  Q1 


OTOMETRY 


IN  CHARGE  OF  TEST 


Pajre  20 


1 

f 


A  GRACEFUL 
MODERN  UNIT 
COMBINED 
WITH  A 
HIGH 
DEGREE 
OF  LIGHT 
EFFICIENCY. 

ESPECIALLY 
RECOM¬ 
MENDED 
FOR  THE 
LARGE 
OFFICE 
OR  STORE. 


Cat. 

No. 

Description 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

Louvre 

Diameter 

Suggested 

Wattage 

1414 

Crystal  Directional  Louvre  Effect 

Bottom 

14" 

6" 

8%" 

1 

8  lbs. 

191/2" 

200 

1415 

Same  as  No.  1414  except  all  Opal 

14" 

6" 

8%" 

1 

8  lbs. 

191/2" 

200 

1409 

Crystal  Directional  Louvre  Effect 

Bottom 

8V2" 

6" 

81/4" 

12 

33  lbs. 

13%  " 

150 

1410 

Same  as  No.  1409  except  all  Opal 

8V2" 

6" 

814" 

12 

33  lbs. 

13%  " 

150 

NOTE:  When  ordering  either  the 

No.  1409, 

No.  1410, 

No.  1414 

or  No. 

1415  with  removable 

Louvre, 

specify  either  No.  1409-L,  No.  1410-L,  No.  1414-L  or  1415-L. 

Weights  specified  above  do  not  include  Louvres  as  these  are  packed  separately. 

Holders  shown  in  the  above  are  merely  for  illustrative  purposes  and  are  not  furnished  by  us. 
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OPAL 


No.  110 


r 


or 

CRYSTAL- 

RIBBED 

UNITS 


1 

I' 


No.  Ill 


I 


No.  112 


'I 

a 


Cat. 

standard 

Weight 

Louvre 

Suggested 

No. 

Description 

Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Diameter 

Wattage 

109 

All  Opal 

Q  7  " 

O  I  (T 

4" 

8%" 

12 

30  lbs. 

13  %" 

100 

110 

Crystal  Ribs 

8,15" 

4" 

00 

12 

30  lbs. 

13  %" 

100 

111 

All  Opal 

6%" 

4" 

6%" 

12 

20  lbs. 

10  %" 

60 

112 

Crystal  Ribs  _ 

6%" 

4" 

6%" 

12 

20  lbs. 

10  %" 

60 

NOTE:  The  units  illustrated  above  are  obtainable  with  removable  glass  louvres  with  sand-blasted  design. 
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OPAL, 

OPAL¬ 

DECORATED 

OR 

CRYSTAL- 

RIBBED 

UNITS 


No.  120 


No.  122 


No.  121 


No.  123 


No.  125 


No.  124 


Cat. 

standard 

Weight 

Suggested 

No. 

Description 

Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Wattage 

120 

All  Opal 

8  A" 

4" 

Q  7  " 

O  1  0 

12 

30  lbs. 

100 

121 

Crystal  Ribs 

8/ir" 

4" 

0  7" 

O  1 1; 

12 

30  lbs. 

100 

122 

Opal  with  Black  Decoration 

8a" 

4" 

0  7" 

C?  i  (> 

12 

30  lbs. 

100 

123 

All  Opal 

(2  7" 

Old 

4" 

6%" 

12 

20  lbs. 

60 

124 

Crystal  Ribs 

6,V>" 

4" 

6%" 

12 

20  lbs. 

60 

125 

Opal  with  Black  Decoration 

7-r'' 

O  1  d 

4" 

6%" 

12 

20  lbs. 

60 
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OPAL, 

OPAL¬ 

DECORATED 

AND 

CRYSTAL- 

RIBBED 

UNITS 


Cat. 

Standard 

Weight 

Suggested 

No. 

Description 

Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Wattage 

130 

All  Opal 

Q  7  ff 

O  1  (i 

4" 

00 

12 

30  lbs. 

100 

131 

Crystal  Ribs 

1 

.to 

00 

4" 

00 

12 

30  lbs. 

100  ■ 

132 

Opal  with  Black  Decoration 

Q  7  // 

o  i»5 

4" 

00 

12 

30  lbs. 

100 

674 

All  Opal 

6t=«" 

4" 

6%" 

12 

20  lbs. 

60 

874 

All  Opal 

8  Vs" 

4" 

7%" 

12 

32  lbs. 

100 
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OPAL 


or 

CRYSTAL  TOP 
with 

CRYSTAL 

BOTTOM 

UNITS 

with 

LOUVRES 


No.  3445-L 


No.  3447-L 


No.  3452-L 


No.  3446-L 


No.  3448-L 


FOR  THE  SPACIOUS  KITCHEN,  BREAKFAST  ROOM,  FOYER  or 
BATH  ROOM,  THE  USE  OF  LOUVRES  WILL  DO  MUCH  TO  CRE¬ 
ATE  AN  APPEARANCE  OF  A  LARGER  UNIT  AND  MORE  CHEER¬ 
FUL  LIGHTING. 


Cat. 

No. 

Description  Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

Louvre 

Diameter 

Suggested 

Wattage 

3445-L 

Crystal  Top  and  Bottom — with  Louvre 

00 

4" 

71/2" 

12 

35  lbs. 

13 

100 

3446-L 

Crystal  Top  and  Bottom — with  Louvre 

61/4" 

4" 

6%" 

12 

21  lbs. 

10  %" 

60 

3447-L 

All  Opal — with  Louvre 

00 

4" 

71/2" 

12 

35  lbs. 

13 

100 

3448-L 

All  Opal — with  Louvre 

6 14" 

4" 

6%" 

12 

21  lbs. 

10  %" 

60 

3452-L 

Opal  with  Removable  Crystal  Bottom 
Dish  and  with  Louvre 

6%" 

2V^" 

5%" 

12 

22  lbs. 

10 

60 

NOTE:  Weights  specified  above  do  not  include  Louvres  as  these  are  packed  separately. 

Holders  illustrated  above  are  merely  for  illu  strative  purposes  and  are  not  furnished  by  us. 


Opal,  Crystal  Top  and  Bottom,  and  Ivory  Decorated  Glassware 


No.  3446  CRYSTAL  TOP  AND  BOTTOM  No.  3448-683  IVORY  GLASS  DECORATED 


Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter  Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

6'/4" 

4" 

6%"  12 

21  lbs. 

60 

6'/4"  4" 

6%" 

12 

31  lbs. 

60 

No.  3446-3  CRYSTAL  TOP  AND  BOTTOM 

WITH  COLORED  LINES 

Diameter 

Fitter  Depth 

Standard  Weight  Suggested 
Package  Per  Carton  Wattage 

6 '4" 

4"  GVs" 

13  21  lbs.  60 

No.  3448  OPAL 

No  3448-1  OPAL  WITH  COLORED  LINES 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight  Suggested 

Per  Carton  Wattage 

Diameter  Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

GW 

4" 

6%"  12 

21  lbs. 

60 

6'/4"  4" 

6%" 

12 

21  lbs. 

60 

NOTE:-  -For 

units  with 

colored  lines  use 

the  following  decoration  numbers: 

Decoration  No.  1 — Black  Lines. 

Decoration  No.  2 — Green  Lines. 
Decoration  No.  3 — Blue  Lines 
Decoration  No.  4 — Red  Lines. 
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Opal,  Crystal  Top  and  Bottom,  and  Ivorp  Decorated  Glassware 


No.  3445  CRYSTAL  TOP  AND  BOTTOM 


No.  3447-682  IVORY  GLASS  DECORATED 


Diameter 

8'/2" 


Fitter 

4" 


Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


VA" 


12 


35  lbs. 


100 


Diameter  Fitter 


4" 


o  nQci  rci 


— - — 

Depth  Package  Per  Carton  Wattage 


8'/2 


tVi' 


12 


35  lbs. 


100 


No.  3445-3  CRYSTAL  TOP  AND  BOTTOM 
WITH  COLORED  LINES 

Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 

8 Vi"  4"  71/2"  12  35  lbs.  100 


Diameter  Fitter 

81/2"  4" 


No.  3447  OPAL 


No.  3447-1  OPAL  WITH  COLORED  LINES 


Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


7  Vi"  12  35  lbs.  100 


8 Vi"  4"  7‘/2"  12  35  lbs.  100 


NOTE: — For  units  with  colored  lines  use  the  following  decoration  numbers: 
Decoration  No.  1  Black  Lines. 

Decoration  No.  2 — Green  Lines. 

Decoration  No.  3 — Blue  Lines 
Decoration  No.  4  Red  Lines. 
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Opal,  Crqstal  Center  and  Bottom,  and  Ivory  Decorated  Glassware 


No.  244.5  CRYSTAL  CENTER  AND  BOTTOIM 


No.  2447-684  IVORY  GLASS  DECORATED 


Diameter  Fitter 

SVz"  4" 


Standard  Weight  .Suggested 
Depth  Package  Per  Carton  Wattage 


Diameter  Fitter 


7"  12  35  lbs.  100  SYz"  4" 

No.  2445-3  CRYSTAL  CENTER  AND  BOT¬ 
TOM  WITH  COLORED  LINES 


Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 

7"  12  35  lbs.  100 


Diameter 

sYz" 


standard  Weight  Suggested 
Fitter  .  Depth  Package  Per  Carton  Wattage 

4"  7"  12  35  lbs.  100 


No.  2447-1  OPAL  WITH  COLORED  LINES 


No.  2447  OPAL 


Standard  Weight  Suggested  Standard  Weight  Suggested 

Diameter  Fitter  Depth  Package  Per  Carton  Wattage  Diameter  Fitter  Depth  Package  Per  Carton  Wattage 

%Yz"  4"  7"  12  35  lbs.  100  8 1/2"  4"  7"  12  35  lbs.  100 

NOTE: — For  units  with  colored  lines  use  the  following  decoration  numbers: 

Decoration  No.  1 — Black  Lines. 

Decoration  No.  2 — Green  Lines. 

Decoration  No.  3 — Blue  Lines 
Decoration  No.  4 — Red  Lines. 
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Opal,  Crpstal  Top  and  Bottom,  and  Ivory  Decorated  Glassware 


No.  3452 -682 


Cat. 

No. 

Description 

Diam. 

Fitter 

Depth 

Std. 

Pkg. 

Wt.  Per 
Carton 

Sug. 

Watt. 

3449 

OPAL— OPEN  BOTTOM 

6%" 

2V4" 

5V4" 

12 

20  lbs. 

60 

3449-1 

OPEN  BOTTOM— WITH  COLORED  LINES 

6%" 

21,4" 

51A" 

12 

20  lbs. 

60 

3450 

CRYSTAL  TOP— OPEN  BOTTOM 

6%" 

2V4" 

5%" 

12 

20  lbs. 

60 

3450-1 

CRYSTAL  TOP— OPEN  BOTTOM  WITH  COLORED  LINES 

6%" 

2»A" 

51/4" 

12 

20  lbs. 

60 

3452 

REMOVABLE  CRYSTAL  BOTTOM 

6%" 

21^" 

5%" 

12 

22  lbs. 

60 

3452-1 

REMOVABLE  CRYSTAL  BOTTOM  WITH  COLORED  LINES 

6%" 

21^" 

5%" 

12 

22  lbs. 

60 

3452-682 

IVORY  GLASS  DECORATED  REMOVABLE  CRYSTAL  BOTTOM 

6%" 

2‘/i" 

5%" 

12 

22  lbs. 

60 

NOTE: — For  units  with  colored  lines  use  the  following 

decoration 

numbers : 

Decoration  No.  1 — Black  Lines. 
Decoration  No.  2 — Green  Lines. 
Decoration  No.  3 — Blue  Lines. 
Decoration  No.  4 — Red  Lines. 
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Electrical  Testing  Laboratories 

New  York.  N.  Y. 

REPORT  NO.  149046  ORDER  NO.  78122-S 

CANDLEPOWER  DISTRIBUTION 
NO. 1614  ENCL06INO  GLASS  GLOBE* 

Tested  in  Con5>llaiice  with  lUiiialnatlng  Eagineering  Society 
Staxidaxd  Testing  Specifications 
Rendered  to  Erie  Sales  and  Manufacturing  Cojnpany 

•.CSO  ttco 

Globes  -  26  Submitted;  26  Inspected  and  Vteighed; 

6  Tested.  Light  output  6- 


range  80^  tO  61.5^. 

Average  815t.  _ 

Lamp  -  200  Watts;  f 

U5  Volts;  3640  I  -r 

Lumens;  PS30  * 

Inside-Frosted  I 

Bulb;  0-9  Filaments - 

Medium  Base;  General 
Service . 

Surface  covering  globe 
opening,  reflection  factor 
0.40. 


... _ u 

QfJ 


White  Diffusing  Glass 
Weight  of  Test  Sample  -  55  osiss 


/V- 


LUMINAIRE  DISTRIBUTION  DATA 


Moan  Vertical 


MiD* 

ION* 

anslcs 

CAttDkCPOWEA 
AT  10  r* RT 

7CNAL 

LUMCNS 

MID 

zONr 

ANQLI9 

CANDkvi»ovrlER 
AT  10  PbrT 

ZONAL 

LUMIN9 

180°  UN. 

^—^36 

90°hu* 

^  205„ 

175° 

22 

85° 

[  JS09 

226 

165° 

228 

65 

75° 

^  ,223 

.S36 

155° 

225 

104 

65° 

244 

242. 

145° 

2U 

133 

55° 

271 

'  243 

133° 

201 

15^ 

45° 

298 

m 

125° 

195„. 

.175.. 

35° 

321 

202 

1  15° 

1.92.. 

.  191 

25° 

339 

.  157 

105° 

194. 

205 

1  5° 

350  !  99 

95° 

198 

216 

5° 

365 

54 

' 

-  - 

0°  A*am 

356 

r 

LIGHT  FLUX  VALUES 


o’-eo" 

__0'’-90“ 
90  -180° 
O’ -180° 


Lumens 


f  r»irR  c^NT 
ir  tal  l umems  , 


■975 

18^ 

1779 

36^ 


P«R  CENT 
t  ICHT  OUTPUT 


LUMtN  AtRir 


^966 

1672 

1267 

2939 


26.5 

5^5  _ 

ai 


ai 


LUMINAIRE  BRIGHTNESS 


LOC  ATION6 
CH  PCR  So  In 


1.6 

7/r 

TEsirr.  fiv 

AI  l-ROVFU  B 


_ B 

2.1 


ri-OTTED  HY 


..  D  __E  __F 

2.2  3.0  2.1 

^•^.T.L.  Ident 

.  -  .  .  CQMp 


Candlefowfr  per  souarc  inch 

Thlr  *»RC»NS  INDICATE  tHT  LOCAIION  AND  ANvikt  OP  VlfW 


2.5  2.2  3.1 

Ident if^ati on  No.979^ 

P  BY  CHECKED  ST 

(j 


I 
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The  ideal  unit  for  the  class¬ 
room  and  approved  by  many 
cities  for  this  purpose.  Also  an 
excellent  unit  for  any  public 
building. 

Soft,  yet  efficient  light,  these 
units  are  made  of  the  highest 
quality  opal  glass  and  are  guar¬ 
anteed  to  be  glareless. 


NO  TEH 

HOLDERS  NOT 
FURNISHED 


Obtainable  in  8",  9",  10',  12",  14",  16"  and  18"  Diameter.  See  Page  30  for 
results  of  tests  conducted  by  The  Electrical  Testing  Laboratories. 

Turn  to  Page  32  for  descriptive  information  on  all  sizes. 
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Opal  Commercial  Glassware  and  Striped  Units  for  Kitchen 


No.  300-1  OPAL  WITH  COLORED  LINES 


Standard  Weight  Suggested 


Diameter  Fitter 

Depth 

Package 

Per  Carton 

Wattage 

8  11/16" 

4" 

6%" 

12 

28  lbs. 

100 

Standard 

Weight  Suggested 

Standard 

Weight 

Suggested 

No. 

Diameter 

Fitter 

Depth  Package  Per  Carton  Wattage 

No. 

Diameter 

Fitter 

Depth 

Package  Per  Carton  Wattage 

5608 

8" 

4" 

6%" 

12 

28  lbs. 

100 

1608 

SVs" 

4" 

6%" 

12 

28  lbs. 

100 

5609 

9" 

4" 

7" 

12 

30  lbs. 

100 

1609 

9" 

4" 

7%" 

12 

30  lbs. 

100 

5610 

10" 

4  or  6" 

71/2" 

8 

22  lbs. 

150 

1610 

10" 

4  or  6" 

8" 

8 

22  lbs. 

150 

5612 

12" 

4  or  6" 

7  13/16' 

4 

18  lbs. 

150 

1612 

12" 

6" 

9" 

4 

18  lbs. 

150 

5614 

14" 

6" 

9%" 

2 

14  lbs. 

200 

1614 

14" 

6" 

10" 

2 

14  lbs. 

200 

5616 

16" 

6" 

10" 

1 

8  lbs. 

300 

1616 

16" 

6" 

16" 

1 

8  lbs. 

300 

1618 

18" 

6" 

18" 

1 

8  lbs. 

300 

NOTE:- — For  units  with  colored  lines  use  the  following  decoration  numbers: 
Decoration  No.  1 — Black  Lines. 

Decoration  No.  2 — Green  Lines. 

Decoration  No.  3 — Blue  Lines 
Decoration  No.  4 — Red  Lines. 
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Modern  Commercial  Units 


Catalog 

No. 

Description 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

974 

All  Opal 

9" 

4" 

7%" 

8 

26  lbs. 

100 

974-18 

Opal  with  Black  Decoration 

9" 

4" 

7%" 

8 

26  lbs. 

100 

1000 

2-Piece — Opal  with  Crystal  Bottom 

Q  1  " 

y  1  6 

6" 

12  %" 

8 

47  lbs. 

200 

1276 

All  Opal 

121/2" 

6" 

10" 

1 

9  lbs. 

150 

1276-18 

Opal  with  Black  Decoration 

121/2" 

6" 

10" 

1 

9  lbs. 

150 

1076 

All  Opal 

10" 

6" 

16" 

1 

8  lbs. 

200 

1076-18 

Opal  with  Black  Decoration 

10" 

6" 

16" 

1 

8  lbs. 

200 
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The  ’’Erie”  6400  Series 


OPAL 

or 

CRYSTAL  TOP 
and 

BOTTOM 

UNITS 


No.  6446  No.  6448-1  No.  6448 


Cat. 

No. 

Description 

Diain"fer 

Fitter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

Suggested 

Wattage 

6445 

Crystal  Top  and  Crystal  Bottom 

8  ¥2" 

4" 

7%" 

12 

33  lbs. 

100 

6446 

Crystal  Top  and  Crystal  Bottom 

6V2" 

4" 

61/4" 

12 

21  lbs. 

60 

6447 

All  Opal 

8V2" 

4" 

7%" 

12 

33  lbs. 

100 

6447-1 

All  Opal  with  Colored  Lines 

81/2" 

4" 

7%" 

12 

33  lbs. 

100 

6448 

All  Opal 

61/2" 

4" 

61/4" 

12 

21  lbs. 

60 

6448-1 

All  Opal  with  Colored  Lines 

61/2" 

4" 

61/4" 

12 

21  lbs. 

60 

NOTE:  —  For  units  w 

ith  colored 

lines  use  the 

following  decoration 

numbers : 

Decoration  No.  1  -Black  Lines. 
Decoration  No.  2 — Green  Lines. 
Decoration  No.  3  Blue  Lines 
Decoration  No.  4 — Red  Lines. 
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opal  and  Crystal  Top  Kitchen  Glassware 


No.  5447  OPAL 

No.  5445  CRYSTAL 

TOP 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Standard 

Fitter  Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

oo 

4" 

8" 

12 

35  lbs. 

100 

8V2" 

4"  8"  12 

35  lbs. 

100 

No.  5448  OPAL 

No.  5446  CRYSTAL 

TOP 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Standard 

Fitter  Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

6%" 

4" 

6V4" 

12 

21  lbs. 

60 

6%" 

4"  6'^"  12 

21  lbs. 

60 
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opal  Crystal  and  Open  Bottom  Glassware 


No.  5453  REMOVABLE  CRYSTAL  BOTTOIM 


No.  5449  OPAL— OPEN  BOTTOM 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


7"  2%"  6"  13  34  lbs.  60 


7"  2  Vi"  5%"  12  33  lbs.  60 


No.  4453  REMOVABLE  CRYSTAL  BOTTOM 


No.  4449  OPAI^OPEN  BOTTOM 


Standard  Weight  Suggested 
Diameter  Fitter  DeptTi  Package  Per  Carton  Wattage 


Standard  Weight  Suggested 
Diameter  Fitter  Depth  Package  Per  Carton  Wattage 


7" 


2V4" 


6V" 


13 


34  lbs.  60 


7" 


5%"  12  33  lbs.  60 
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Ivory  Decorated  Glassware 


No.  5447-754 

No. 

5448-754 

standard 

Weight  SuiTKested 

standard 

WeiRht 

SuRRested 

Diameter 

Fitter 

Depth  Packafre 

Per  Carton  WattaRe 

Diameter 

Fitter 

Dei)th 

PackaRe 

Per  Carton 

WattaRe 

S'/V' 

4" 

8"  12 

35  lbs.  100 

6%" 

4" 

6^4" 

12 

21  lbs. 

60 

No. 

5452-754 

REMOVABLE  CRYSTAL 

BOTTOM 

No. 

5449-754 

Standard 

Weiprht  SuRRested 

Standard 

WeiRht 

SuRRested 

Diameter 

Fitter 

Depth  Package 

Per  Carton  WattaRe 

Diameter 

Fitter 

Dei)th 

PackaRe 

Per  Carton 

WattaRe 

4 

2'/4" 

6"  12 

24  lbs.  60 

4 

9  I 

5%" 

12 

22  lbs. 

60 

No. 

4452-655 

REMOVABLE  CRYSTAL 

BOTTOM 

No. 

4449-655 

Standard 

WeiRht  SuRRested 

standard 

WeiRht 

SuRRested 

Diameter 

Fitter 

Depth  Package 

Per  Carton  WattaRe 

Diameter 

Fitter 

Depth 

PackaRe 

Per  Carton 

Wattage 

4 

2 '4" 

6"  12 

24  lbs.  60 

4 

2 '4" 

5%" 

1 

AiV 

22  lbs. 

60 
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opal  and  Crystal  Bottom  Kitchen  Glassware 


I 


Diameter  Fitter 

S'/z"  4" 


No.  4450  OPAL 

Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


No.  4443  CRYSTAL  BOTTOM 


7%' 


12 


35  lbs. 


100 


Diameter  Fitter 

S'/z"  4" 


Standard  Weight  Suggested 
Depth  Package  Per  Carton  Wattage 


8" 


12 


35  lbs. 


100 


No.  4444  CRYSTAL  BOTTOM 

Standard  Weight  Suggested 


Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Wattage 

6%" 

4" 

6" 

12 

21  lbs. 

60 

No.  4451  OPAL 

No.  777 

CRYSTAL  BOTTOM 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight  Suggested 
Per  Carton  Wattage 

w 

4" 

6" 

12 

21  lbs. 

60 

8'/2" 

4" 

8" 

12 

30  lbs. 

100 
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Ivory  Decorated  0lassware 


BMP?! 


ilii&tfiTii'i 


No.4450-653 


N0.4448-G54 


No. 

4450-653 

No. 

4447-654 

Standard 

Weight 

Suggested 

Standard 

Weight 

Suggested 

Diameter 

Fitter 

Depth 

PackaKe 

Per  Carton 

W  attage 

Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Wattage 

SVz" 

4" 

i  /8 

12 

35  lbs. 

100 

8'/2" 

4" 

12 

35  lbs. 

100 

No. 

4451-653 

No. 

4448-654 

Standard 

Weight 

Suggested 

Standard 

Weight  Suggested 

Diameter 

Fitter 

Depth 

Package 

Per  Carton 

Wattage 

Diameter 

Fitter 

Depth 

Package 

Per  Carton  Wattage 

6vr 

4" 

6" 

12 

21  lbs. 

60 

6%" 

4" 

6" 

12 

21  lbs.  60 
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opal  Kitchen  Glassware 


No.  344 

No.  340 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight  Suggested 
Per  Carton  Wattage 

I)iameter 

Fitter 

Standard 
Depth  Package 

Weight  Suggested 
Per  Carton  Wattage 

S'/:" 

4" 

7  15/16"  12 

28  lbs. 

100 

No.  466 

S'/z" 

4" 

7%"  12 

30  lbs. 

100 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

9" 

4" 

7"  12 

28  lbs. 

100 

No.  1394 

No.  778 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight 
Per  Carton 

Suggested 

Wattage 

Diameter 

Fitter 

Standard 
Depth  Package 

Weight  Suggested 
Per  Carton  Wattage 

9" 

4" 

iVz"  12 

32  lbs. 

100 

S'/z" 

4" 

8"  12 

30  lbs. 

100 
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C  RYSTAL 
BOTTOM 
UNITS 


No.  4000  No.  4442 


Designed  for  MAXIMUM  LIGHT  EFFICIENCY,  with  CRYSTAL  BOT¬ 
TOMS  which  give  forth  an  ABUNDANCE  of  DIFFUSED  LIGHT,  these 
units  are  ideal  for 

THE  KITCHEN  or  WORK  SHOP 
THE  SMALL  STORE  or  OFFICE 


Cat. 

No. 

Description 

Diameter 

Fitter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

Suggested 

Wattage 

444 

Crystal  Bottom 

00 

4" 

678" 

12 

35  lbs. 

100 

445 

Crystal  Directional  Louvre  Effect 
Bottom 

00 

4" 

615" 

12 

35  lbs. 

100 

3188 

Crystal  Bottom 

00 

4" 

6*" 

12 

30  lbs. 

100 

4000 

Crystal  Bottom 

00 

4" 

TVs" 

12 

35  lbs. 

100 

4442 

Crystal  Bottom 

1 

i 

00 

4" 

8" 

12 

45  lbs. 

100 
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Ivory  Decorated  Glassware 


No. 

366-581 

No. 

16308-583 

Standard 

Weight 

Standard 

Weight 

Diameter 

Fitter 

Package 

Per  Carton 

Diameter 

Fitter  Package 

Per  Carton 

8" 

2'/4" 

12 

18  lbs. 

SVz" 

4" 

12 

24  lbs. 

No.  6915-556 

No.  15915 '/a -584 

Diameter 

Standard 
Fitter  Package 

Weight 

Per  Carton 

Diameter 

Fitter 

Standard 

Package 

Weight 
Per  Carton 

4" 

21/4"  36 

15  lbs. 

V/z" 

2'/4" 

12 

18  lbs. 
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Better  Light,  Better  Sight  Shades 


Weight 

Cat.  Diameter  Fitter  Depth  Std.  Pkg.  Per 

No.  Carton 


3306 

6’i" 

i 

5" 

6 

15  lbs. 

3308 

8" 

214" 

5%" 

6 

15  lbs. 

3309 

9%" 

2%" 

6V2" 

6 

17  lbs. 

3310B 

10" 

2%" 

with  long  shank 

6%" 

6 

18  lbs. 

3410 

10" 

CM 

with  slotted  shank 

6%" 

6 

18  lbs. 

3410A 

10" 

278" 

with  short  shank 

5%" 

6 

18  lbs. 

3410B 

10" 

2%" 

with  long  shank 

5%" 

6 

18  lbs. 

3410C 

10" 

2%" 

with  short  shank 

5%" 

6 

18  lbs. 

Page  43 


No.  706  6" 

No.  708  8" 

No.  710  10" 
No.  712  12" 
No.  714  14" 
No.  716  16" 


Opal 

or 

Ivory 


No.  706  6" 

No.  708  8"  i 

No.  710  10"  f 
No.  712  12"  J 


Dec.  No. 
-1-4-6 


No.  706-723  6" 

No.  708-723  8" 
No.  710-723  10" 
No.  712-723  12" 


No.  706-779  6" 

No.  708-779  8" 

No.  710-779  10" 


No.  608  8" 


COMMERCE. 

and 

RESIDENTIAL 

GLASSWAR 


Catalog 

Standard 

Weight 

Decoration 

No. 

Diameter 

Depth 

Package 

Per  Carton 

No. 

DESCRIPTION  OF  DECORATIONS 

506 

6" 

3" 

36 

33  lbs. 

Crystal  Etched — Cut  Glass 

508 

8" 

31^" 

24 

30  lbs. 

Crystal  Etched — Cut  Glass 

510 

10" 

31/4" 

16 

32  lbs. 

Crystal  Etched — Cut  Glass 

608 

8" 

CO 

24 

34  lbs. 

Opal  or  Ivory 

610 

10" 

378" 

16 

32  lbs. 

Opal  or  Ivory 

612 

12" 

CO 

12 

35  lbs. 

Opal  or  Ivory 

614 

14" 

4tV" 

6 

28  lbs. 

Opal  or  Ivory 

706 

6" 

3" 

36 

33  lbs. 

708 

8" 

CO 

24 

30  lbs. 

1 

BLACK  LINES  on  OPAL  or  IVORY  Base. 

4 

RED  LINES  on  OPAL  or  IVORY  Base. 

710 

10" 

314" 

16 

32  lbs. 

6 

PLATINUM  LINES  on  OPAL  or  IVORY  Base. 

723 

FLORAL  DECORATION  on  IVORY  Base. 

712 

12" 

31/2" 

12 

35  lbs. 

724 

IRIDESCENT,  on  OPAL  or  IVORY  BASE. 

779 

NURSERY  DECORATION  on  OPAL  or  IVORY  BASE. 
(Also  furnished  in  plain  OPAL  or  IVORY.) 

714 

14" 

4" 

6 

28  lbs. 

716 

16" 

41/8" 

2 

16  lbs. 

808 

8" 

4" 

24 

30  lbs. 

OPAL  or  C.  R.  I. 

810 

10" 

5" 

16 

32  lbs. 

OPAL  or  C.  R.  I. 

812 

CM 

6" 

12 

35  lbs. 

OPAL  or  C.  R.  I. 

NOTE:  Numbers  506,  508  and  510  are  furnished  with  Vz"  bottom  hole.  Numbers  608  to  614  inclusive 
and  706  to  716  inclusive  are  furnished  with  7/16"  bottom  hole  unless  otherwise  specified. 

COMMERCIAL 

AND 


and 

RESIDENTIAL 

GLASSWARE 


No.  1808 


No.  1806 


No.  1810 


Cat. 

No. 

Description 

Diameter 

Depth 

standard 

Package 

Weight 
Per  Carton 

1806 

Crystal,  Directional  Louvre  Effect 
with  Crystal  Rib  and  Diamond 

Bottom 

Design 

a  7, » 

D  1  6 

3%" 

12 

24  lbs. 

1808 

Crystal,  Directional  Louvre  Effect 
with  Crystal  Rib  and  Diamond 

Bottom 

Design 

8%" 

31/4" 

6 

20  lbs. 

1810 

Crystal,  Directional  Louvre  Effect 
with  Crystal  Rib  and  Diamond 

Bottom 

Design 

10  " 

3ii" 

6 

24  lbs. 

Numbers  1806,  1808  and  1810  are  furnished  with  7/16"  bottom  hole  for  center  lock-up,  unless  otherwise 
specified. 

NOTE:  At  slight  additional  charge,  numbers  1806,  1808,  1810  and  706,  708,  710  (shown  on  page  44)  can  be  fur¬ 
nished  in  insertion  cartons  ready  for  your  holder.  Merely  drop  holder  in  space  provided  and  complete 
unit  is  ready  for  shipment. 
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No.  1831 


No.  1841 


BOWLS 

for 

SUSPENSION 

TYPE 

FIXTURES 


No.  1851 


No.  1821 


Four  units  of  proven  merit.  These  numbers  continue  to  gain 
favor  daily.  The  DELICATE  PASTEL  SHADES  of  the  units 
create  a  SOFT.  RESTFUL  LIGHT,  PLEASANT  TO  THE 
EYES.  Recommended  for  use  in 


THE  BEDROOM 
THE  DINETTE 
THE  FOYER 


Cat. 

No. 

Description 

Diameter 

Depth 

Standard 

Package 

Weight 

Per  Carton 

1821 

Crystal  Etched  or  Colors 

101/2" 

4" 

6 

16  lbs. 

1831 

Crystal  Etched  or  Colors 

10" 

3%" 

6 

15  lbs. 

1841 

Crystal  Etched  or  Colors 

10" 

3  Vs" 

12 

31  lbs. 

1851 

Crystal  Etched  or  Colors 

10" 

4%" 

6 

17  lbs. 

NOTE:  These  bowls  are  all  drilled  with  3  holes  for  shot  chain  and  are  furnished  in  ETCHED  CRYS¬ 
TAL  or  COLORS.  Colors  are  pastel  shades  of  ROSE,  YELLOW,  BEIGE,  BLUE,  GREEN  or 
IVORY.  When  ordering  please  specify  COLOR  DESIRED. 
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FERLUX 

BATHROOM 

SHADES 


No.  1726 


BacKview 


( 

j  ' 

- 

r 

s 

Ih 

2V 

—  av — * 

L  1- 

No.  1736 


BacKview 


1856 


Cat. 

No. 

Length 

Width 

Depth 

standard 

Package 

Weight 
Per  Cart. 

256 

7%" 

5  Vs" 

CO 

24 

52  lbs. 

356 

8" 

5i\" 

CO 

24 

52  lbs. 

1726 

10  T%" 

4t^" 

31/4" 

24 

58  lbs. 

1736 

4%" 

5%" 

31/8" 

36 

45  lbs. 

Cat. 

No. 

Length 

Width 

Depth 

Standard 

Package 

Weight 
Per  Cart. 

1826 

8%" 

51/2" 

3  A" 

36 

62  lbs. 

1836 

CO 

5%" 

3%" 

36 

45  lbs. 

1856 

91/2" 

311" 

3t%" 

24 

58  lbs. 

1926 

5%" 

5%" 

31/2" 

36 

45  lbs. 
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No.  263 


No.  62 


IMISCELLANE- 

OUS 

GLASSWARE 


>1 


No.  363 


No.  3510 


No.  736 


No.  3508 


Cat. 

No. 

Description 

Diameter 

Fitter 

Depth 

standard 

Package 

Weight 

Per  Carton 

62 

Opal  or  Ruby 

6" 

3U  " 

12 

14  lbs. 

64 

Opal  or  Ruby 

8" 

4" 

12 

23  lbs. 

65 

Opal  or  Ruby 

10" 

4",  5"  or  6" 

4 

14  lbs. 

66 

Opal  or  Ruby 

12" 

5"  or  6" 

1 

7  lbs. 

67 

Opal  or  Ruby 

14" 

6" 

1 

8  lbs. 

68 

Opal  or  Ruby 

16" 

6"  or  8" 

1 

14  lbs. 

206 

Opal 

6" 

2V4" 

24 

16  lbs. 

207 

Opal 

7" 

2%" 

24 

24  lbs. 

208 

Opal 

8" 

2y4" 

24 

25  lbs. 

263 

Opal 

6" 

CM 

i 

! 

36 

34  lbs. 

363 

Amber  Crackled  or  C.  R.  I.  with 
Black  or  Green  Stripes 

6" 

314" 

36 

40  lbs. 

736 

Opal  or  Ivory 

51/8" 

1%" 

24 

20  lbs. 

888 

Opal 

6tV" 

4" 

5A" 

12 

20  lbs. 

3508 

Opal  Pressed  Shade 

8" 

21/4" 

6 

11  lbs. 

3510 

Opal  Pressed  Shade 

10" 

278" 

6 

16  lbs. 

12807 

Opal 

7" 

214" 

54 

59  lbs. 

12808 

Opal 

8" 

214" 

30 

45  lbs. 

12809 

Opal 

9" 

274" 

24 

39  lbs. 

12810 

Opal 

10" 

274" 

24 

57  lbs. 
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OUTDOOR 

GLASSWARE 


Cat. 

No. 

Description  Diameter 

Fitter 

standard 

Package 

Weight 

Per  Carton 

42-G 

Crystal 

6" 

00 

12 

14  lbs. 

52-G 

Crystal  or  Amber 

6" 

31/4" 

12 

18  lbs. 

62-G 

Crystal  or  Amber 

6" 

31/4" 

12 

18  lbs. 

73-G 

Crystal,  Roughed  Inside 

6" 

3t4" 

12 

18  lbs. 

73-1 

Black  Lined 

6" 

00 

12 

18  lbs. 

83-G 

Crystal  Roughed  Inside 

6" 

31/4" 

12 

19  lbs. 

83-1 

Black  Lined 

6" 

31/4" 

12 

19  lbs. 

93-G 

Crystal  or  Amber 

6" 

3%" 

12 

19  lbs. 

103-G 

Crystal  or  Amber 

6" 

00 

12 

19  lbs. 

364 

Amber 

6" 

00 

24 

36  lbs. 

365 

Crystal 

6" 

3%" 

24 

36  lbs. 

NOTE:  Holders  shown  are  only  for  illustrative  purposes  and  are  not  furnished  by  us. 
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No.  636 


No.  536 


No.  638 


MISCELLANE¬ 

OUS 

BATHROOM 

SHADES 


Cat. 

Overall 

standard 

Weight 

No. 

Description 

Fitter 

Length 

Diameter 

Width 

Height 

Package 

Per  Carton 

536 

Closed  Bottom  Half  Shade 

31/4" 

61/8" 

-41/4" 

24 

28  lbs. 

636 

Closed  Bottom  Half  Shade 

31/4" 

5" 

61/8" 

24 

32  lbs. 

638 

Louvre  Top  and  Bottom  Shade  3%" 

5%" 

5iV" 

24 

30  lbs. 

446 

Upright  Shade 

1%" 

3%" 

3%" 

60 

25  lbs. 

746 

Upright  Shade 

lU" 

3" 

31/2" 

60 

30  lbs. 

756 

Upright  Shade 

IH" 

3" 

3%" 

48 

20  lbs. 

1636 

Upright  Shade 

1%" 

3' 

3y2" 

60 

40  lbs. 

1646 

Upright  Shade 

1%" 

31/2" 

3  A" 

60 

40  lbs. 

1846 

Upright  Shade 

IH” 

to 

3%' 

60 

30  lbs. 
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MISCELLANE¬ 

OUS 

BATHR003I 

SHADES 


No.  341 


No.  236 


No.  796 


No.  766 


No.  9001 


No.  786 


No.  2826 


No.  436-1 


No.  136 


Cat. 

No. 

Description 

Fitter 

Overall 

Length 

Width 

Standard 

Package 

Weight 

Per  Carton 

136 

Half  Shade 

214" 

5%" 

311" 

24 

20  lbs. 

236 

Half  Shade 

214" 

6  Vs" 

41/2" 

24 

20  lbs. 

341 

Half  Shade 

21/4" 

6" 

41/8" 

24 

20  lbs. 

436 

Half  Shade 

214" 

SYs" 

4%" 

24 

24  lbs. 

436-1 

Half  Shade  Black  Lined 

214" 

5%" 

4%" 

24 

24  lbs. 

700 

Half  Shade 

214" 

6" 

4%" 

24 

20  lbs. 

766 

Half  Shade 

214" 

C  9  " 

Olo 

3%" 

24 

20  lbs. 

786 

Half  Shade 

2%" 

5%" 

414" 

24 

20  lbs. 

796 

Half  Shade 

214" 

5%" 

41/8" 

24 

20  lbs. 

2826 

Half  Shade 

2y4" 

5  ui " 

3%" 

24 

20  lbs. 

9001 

Half  Shade 

214" 

51/2" 

5%" 

24 

25  lbs. 
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ERIE  GLASS  AND  MANUFACTURING  COMPANY 

991  Union  Trust  Building 
PITTSBURGH,  PENNSYLVANIA 


CHICAGO  OFFICE 

1 422  Merchandise  Mart 

WEST  COAST  new  YORK  OFFICE 

SAN  FRANCISCO  OFFICE  200  Fifth  Avenue 

726  Mission  Street 

LOS  ANGELES  OFFICE 

825  Third  Street 

Information  For  Ordering 


PACKING: 

Since  all  of  our  units  are  packed  in  specially  designed  car¬ 
tons,  suitable  for  carrying  the  glassware  safely  to  destina¬ 
tion,  all  orders  should  specify  standard  package  quantities. 

SHIPPING 

Please  specify  on  all  orders  whether  shipments  are  to  be 

INSTRUCTIONS 

made  via  FREIGHT,  TRUCK  or  EXPRESS.  We  will  use 
our  judgment  as  to  the  best  routing  for  orders  which  do 
not  specify  shipping  instructions. 

CLAIMS: 

The  various  transportation  companies,  when  accepting 
shipments  from  us,  give  us  a  signed  receipt  as  having  re¬ 
ceived  the  merchandise  from  us  “in  good  order.”  When 
this  has  been  done,  our  responsibility  ends  and  the  trans¬ 
portation  company  then  assumes  full  responsibility  for  the 
shipment.  Should  any  part  of  a  shipment  therefore,  reach 
you  in  a  damaged  condition  or  with  any  part  of  the  original 
shipment  missing,  the  transportation  company  expects 
you  to  file  a  claim  for  the  damaged  or  missing  articles. 

Where  damage  is  not  discovered  until  after  the  cartons 
have  been  opened,  a  claim  should  be  filed  with  the  trans¬ 
portation  company  for  “Concealed  Damage.”  Our  Traffic 

Department  will  gladly  assist  you  in  the  filing  of  claims 
but  we  cannot  accept  responsibility  or  guarantee  collection. 
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ERIE  GLASS  AND  MANUFACTURING  COMPANY 


1 

1 

i 

1 

991  Union  Trust  Building 

PITTSBURGH,  PENNSYLVANIA 

w 

Information  for  Ordering  (Continued) 

RETURNED 

Under  no  circumstances  should  merchandise  be  returned 

GOODS 

to  us  without  you  having  first  obtained  permission  in  writ¬ 
ing  from  us  to  make  the  return.  Any  merchandise  returned 
to  us  without  our  permission,  will  not  be  accepted. 

TERMS: 

All  prices  shown  in  this  catalogue  are 

F.  O.  B.  FACTORY 

and  our  TERMS  are 

1  %  —  1  0  days,  net  30  days 

to  firms  with  satisfactory  ratings  in  Dun  &  Bradstreet. 

Orders  specifying  C.  O.  D.  Shipments  should  be  accom¬ 
panied  by  a  deposit  for  25%  of  the  order. 

SPECIAL 

In  this  catalogue  are  illustrated  only  our  active  “moulds. ’’ 

ITEMS 

Numbers  appearing  in  previous  catalogues  and  not  shown 
in  this  issue  have  either  been  discontinued  or  are  special. 

Quotations  for  such  inactive  or  special  numbers  will  gladly 
be  furnished  upon  request.  We  specialize  on  private 
moulds.  Send  us  your  drawings  for  quotations. 
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This  List  Supersedes  All  Previous  Price  Lists 


Numerical  Index  and  Price  List 

COVERING  CATALOGUE  No.  40 

Prices  Subject  to  Change  Without  Notice 
TERMS:  1-10  Net  30  F.  O.  B.  FACTORY 


List 

Catalogue  Price 

Number  Page  Description  Each 


42-G  49  Crystal  . - . 66 

52-G  49  Crystal  or  Amber . 42 

62  48  Opal  or  C.  R.  I . - . 66 

62  48  Ruby  .  1.65 

62-G  49  Crystal  or  Amber . 42 

64  48  Opal  or  C.  R.  1 .  1.05 

64  48  Ruby  . 2.61 

65  48  Opal  or  C.  R.  I . . .  1.90 

65  48  Ruby  . Prices  on  Application 

66  48  Opal  or  C.  R.  1 .  3.15 

66  48  Ruby  . Prices  on  Application 

67  48  Opal  or  C.  R.  I. .  4.41 

67  48  Ruby  . Prices  on  Application 

68  48  Opal  or  C.  R.  I . . .  5.98 

68  48  Ruby  . Prices  on  Application 

73-G  49  C.  R.  I . - . 60 

73-1  49  Black  Lined . 1.00 

83-G  49  C.  R.  1 . 60 

83-1  49  Black  Lined .  1.00 

93-G  49  Crystal  or  Amber . 42 

103-G  49  Crystal  or  Amber . 42 

109  22  Opal  . - .  .  .95 

110  22  Crystal  Ribs .  1.50 

111  22  Opal  . 75 

112  22  Crystal  Ribs . . . 1.11 

120  23  Opal  .  .95 

121  23  Crystal  and  Enamel .  1.50 

122  23  Opal  Decorated .  1.73 

123  23  Opal  . 75 

124  23  Crystal  and  Enamel .  ..  .  1.11 

125  23  Opal  Decorated  .  1.42 

130  24  Opal  . 95 

131  24  Crystal  Ribs  . .  1.50 

132  24  Opal  Decorated .  1.73 

136  51  Half  Shade . 70 

206  48  Opal  . 60 

207  48  Opal  . 84 

208  48  Opal . .95 

236  51  Half  Shade . 70 

256  47  Ferlux .  Prices  on  Application 

263  48  Opal  . 63 

300  10  Opal  . 79 

300-1  32  Colored  Lines .  1.25 

312  10  Opal  .  2.20 

314  10  Opal  .  2.91 

316  10  Opal  . 3.94 

320  10  Opal  .  1.42 

340  40  Opal  . 95 

341  51  Half  Shade . 70 


List 


Catalogue 

Number 

Page 

Description 

Price 

Each 

344 

40 

Opal  . 

. 95 

356 

47 

Ferlux  . 

Prices  on  Application 

363 

48 

Black  or  Green  Lined .  1.12 

364 

49 

Amber  . . . 

. 52 

365 

49 

Crystal  . . . 

. 52 

366-581 

42 

Ivory  Decorated . 

.  1.92 

436 

51 

Half  Shade . 

. .  .70 

436-1 

51 

Opal  Decorated . 

. 90 

444 

41 

Crystal  Bottom . 

. .  126 

445 

41 

Crystal  Louvre  Bottom . . .  1.26 

446 

50 

Upright  Shade . 

.Prices  on  AppMcatian 

466 

40 

Opal  . 

. 95 

506 

44 

Cut  Glass . - . 

.Prices  on  Application 

508 

44 

Cut  Glass . 

.Prices  on  Application 

510 

44 

Cut  Glass . - . 

.Prices  on  Application 

512 

44 

Cut  Glass . - . 

.Prices  on  Application 

514 

44 

Cut  Glass . - . 

.Prices  on  Application 

516 

44 

Cut  Glass . 

.Prices  on  Application 

536 

50 

Crystal  Bottom . 

.  1.20 

608 

44 

Opal  . 

Prices  on  Application 

608 

44 

Ivory  . 

■Prices  on  Application 

610 

44 

Opal  . 

.Prices  on  Application 

610 

44 

Ivory  . 

.Prices  on  Application 

612 

44 

Opal  . 

.Prices  on  Application 

612 

44 

Ivory  . 

.Prices  on  Application 

614 

44 

Opal  . 

.Prices  on  Application 

614 

44 

Ivorv  . 

.Prices  on  Application 

616 

44 

Opal  . 

.Prices  on  Application 

316 

44 

Ivory  . 

.Prices  on  Application 

636 

50 

Crystal  Bottom . 

.  1.50 

638 

50 

Crystal  Top  and  Bottom. ...Prices  on  App. 

674 

24 

Opal  . 

. 75 

700 

51 

Half  Shade . 

. 60 

706 

44 

Opal  . 

.Prices  on  Application 

706 

44 

Ivory  or  Decorated. 

.Prices  on  Application 

708 

44 

Opal  . 

.Prices  on  Application 

708 

44 

Ivory  or  Decorated. 

.Prices  on  Application 

710 

44 

Opal  . 

■Prices  on  Application 

710 

44 

Ivory  or  Decorated. 

.Prices  on  Application 

712 

44 

Opal  . 

.Prices  on  Application 

712 

44 

Ivory  or  Decorated. 

Prices  on  Application 

714 

44 

Opal  . . 

Prices  on  Application 

714 

44 

Ivory  or  Decorated. 

Prices  on  Application 

716 

44 

Opal  . 

Prices  on  Application 

716 

44 

Ivory  or  Decorated. 

.Prices  on  Application 

736 

48 

Opal  or  Ivory . 

.Prices  on  Application 

746 

50 

Upright  Shade . 

.Prices  on  Application 

756 

50 

Upright  Shade . 

.Prices  on  Application 

766 

51 

Half  Shade . 

. 70 

FOR  IVORY  GLASS,  ADD  10%  to  List  Price  of  Opal 


NUMERICAL  INDEX  AND  PRICE  LIST 


List 

('utalugue 

Price 

Number  Page 

Description 

Each 

List 

Catalogue  Kach 

Number  Page  Description  Each 


777 

38 

778 

40 

786 

51 

796 

51 

808 

44 

810 

44 

812 

44 

874 

24 

888 

48 

974 

33 

974-18 

33 

1000 

33 

1007 

11 

1008 

11 

1008-756 

11 

1009 

11 

1010 

11 

1010-756 

11 

1076 

33 

1076-18 

33 

1276 

33 

1276-18 

33 

1394 

40 

1405 

18 

1406 

18 

1406-L 

18 

1407 

18 

1408 

18 

1408-L 

18 

1409 

21 

1409-L 

21 

1410 

21 

1414 

21 

1414-L 

21 

1415 

21 

1514 

19 

1515 

19 

1608 

32 

1608 

32 

1609 

32 

1603 

32 

1610 

32 

1610 

32 

1612 

32 

1612 

32 

1614 

32 

1614 

32 

1616 

32 

1616 

32 

1618 

32 

1618 

32 

1636 

50 

1646 

50 

1705 

18 

Crystal  Bottom .  1.50 

Opal  . 95 

Half  Shaclo . 70 

Half  Shade . 70 

Opal  or  C.  R.  I . Prices  on  Application 

Opal  or  C.  R.  I . Prices  on  Application 

Opal  or  C.  R.  I . Prices  on  Application 

Opal  . 79 

Opal  . 75 

Opal  .  1.58 

Opal  Decorated . 2.52 

2-Piece  Crystal  Bottom .  2.52 

Crystal  .  1.50 

Opal  . 95 

Opal  Decorated . 1.73 

Crystal  .  l.H 

Opal  . 75 

Opal  Decorated .  1.42 

Opal  .  5.90 

Opal  Decorated .  8.32 

Opal  .  4.00 

Opal  Decorated .  5.74 

Opal  .  1.05 

Opal  . 75 

Crystal  Louvre  Bottom .  1.11 

With  Removable  Louvre....Prices  on  App. 

Opal  . 95 

Crystal  Louvre  Bottom . 1.50 

With  Removable  Louvre. ...Prices  on  App. 

Crystal  Louvre  Bottom .  1.50 

With  Removable  Louvre.. ..Prices  on  App. 

Opal  . 95 

Crystal  Louvre  Bottom .  4.80 

With  Removable  Louvre. ...Prices  on  App. 

Opal  .  3.37 

Crystal  Louvre  Bottom .  5.50 

Opal  . - . - .  3.37 

Opal  . 79 

With  Colored  Lines .  1.25 

Opal  . 95 

With  Colored  Lines .  1.50 

Opal  . - .  1.42 

With  Colored  Lines .  2.10 

Opal  . 2.20 

With  Colored  Lines .  3.64 

Opal  .  2.91 

With  Colored  Lines... .  4.98 

Opal  . - .  3.94 

With  Colored  Lines .  6.12 

Opal  .  6.62 

With  Colored  Lines . 10.33 

Upright  Shade . Prices  on  Application 

Upright  Shade . Prices  on  Application 

Opal  . 75 


1706 

1707 

1708 
1726 
1736 
1806 
1808 
1810 
1821 
1826 
1831 
1836 
1841 
1846 
1851 
1856 
1926 
2445 
2445 
2447 
2447 
2447-684 
2b26 
3188 
3306 

3308 

3309 
3310-B 
3410 
3410-A 
3410-B 
3410-C 
3445 

3445 

3445- L 

3446 

3446 

3446- L 

3447 

3447 

3447- 682 

3447- L 

3448 

3448 

3448- 682 
3448-L 

3449 

3449 

3450 
3450 
3452 
3452 
3452-682 
3452-L 
3508 


18 

18 

18 

47 

47 

45 

45 

45 

46 

47 

46 

47 
46 

50 

46 

47 

47 
28 
28 
28 
28 
28 

51 
41 
43 
43 
43 
43 
43 
43 
43 
43 
27 
27 

25 

26 
26 
25 
27 
27 
27 

25 

26 
26 
26 
25 
29 
29 
29 
29 
29 
29 
29 
25 

48 


Crystal  and  Enamel .  1.45 

Opal  . 95 

Crystal  and  Enamel .  1.77 

Ferlux  . Prices  on  Application 

Ferlux  . Prices  on  Application 

Crystal  Louvre  Bottom . Prices  on  App. 

Crystal  Louvre  Bottom . Prices  on  App. 

Crystal  Louvre  Bottom . Prices  on  App. 

Etched  Crystal  or  Colors. .Prices  on  App. 

Ferlux  . Prices  on  Application 

Etched  Crystal  or  Colors. .Prices  on  App. 

Ferlux  . Prices  on  Application 

Etched  Crystal  or  Colors. .Prices  on  App. 

Upright  Shade . Prices  on  Application 

Etched  Crystal  or  Colors. .Prices  on  App. 

Ferlux  . Prices  on  Application 

Ferlux  . Pi’ices  on  Application 

Crystal  Bottom .  1.58 

With  Colored  Lines .  1.90 

Opal  . 95 

With  Colored  Lines .  1.39 

Ivory  Decorated .  1.73 

Half  Shade . 70 

Crystal  Bottom .  1.50 


Opal 

Opal 

Opal 

Opal 

Opal 

Opal 

Opal 

Opal 


.63 

.99 

1.38 

.1.58 

1.58 

1.58 

1.58 

1.58 


Crystal  Top . 1.50 

With  Colored  Lines .  1.90 

With  Removable  Louvre....Prices  on  App. 

Crystal  Top .  1.11 

With  Colored  Lines .  1.55 

With  Removable  Louvre. ...Prices  on  App. 

Opal  . 95 

With  Colored  Lines .  1.39 

Ivory,  Decorated .  1.73 

With  Removable  Louvre. ...Prices  on  App. 

Opal  . 75 

With  Colored  Lines .  1.12 

Ivory  Decorated .  1.42 

With  Removable  Louvre...  Prices’  on  App. 

Opal,  Open  Bottom .  1.05 

With  Colored  Lines .  1.32 

Crystal  Top,  Open  Bjttom .  1.11 

With  Colored  Lines .  1.42 

Opal,  Crystal  Bottom .  1.25 

With  Colored  Lines .  1.58 

Ivory  Decorated  . .  1.81 

With  Removable  Louvre. ...Prices  on  App. 
Opal  . Prices  on  Application 


FOR  IVORY  GLASS,  ADD  10%  to  List  Price  of  Opal 


NUMERICAL  INDEX  AND  PRICE  LIST 


List 

Catalo^e  Price 

Number  Page  Description  Each 


3510  48  Opal  . Prices  on  Application 

4000  41  Crystal  Bottom . .  1.26 

4412  14  Opal  .  2.52 

4412-674  15  Black  Decorated . .  . .  3.94 

4414  14  Opal  .  3.37 

4414-674  15  Black  Decorated  — . 5.50 

4416  14  Opal  . 4.38 

4416-674  15  Black  Decorated  . .  7.09 

4442  41  Crystal  Bottom .  1.26 

4443  38  Crystal  Bottom .  1.50 

4444  38  Crystal  Bottom . 1.11 

4445  17  Crystal  Top .  1.50 

4446  17  Crystal  Top .  1.11 

4447  14  Opal . 95 

4447-654  39  Ivory  Decorated . . .  1.73 

4447- 674  15  Black  Decorated . . .  1.58 

4448  14  Opal  . 75 

4448- 654  39  Ivory  Decorated..- .  1.42 

4448- 674  15  Black  Decorated . . .  1.31 

4449  36  Opal . 1.05 

4449- 655  37  Ivory  Decorated _ _ 1.58 

4450  38  Opal  . 95 

4450- 653  39  Ivory  Decorated . . .  1.73 

4451  38  Opal  . 75 

4451- 653  39  Ivory  Decorated . . .  1.42 

4452  36  Crystal  Bottom . . . 1.25 

4452- 655  37  Ivory  Decorated .  1.73 

4462  17  Crystal  Top . 3.94 

4464  17  Crystal  Top .  5.50 

4466  17  Crystal  Top .  6.46 

5445  35  Crystal  Top .  1.50 

5446  35  Crystal  Top . . .  1.11 

5447  35  Opal . 95 

5447- 754  37  Ivory  Decorated . 1.73 

5448  35  Opal  . 75 

5448- 754  37  Ivory  Decorated .  1.42 

5449  36  Opal  .  1.05 

5449- 754  37  Ivory  Decorated . . .  1.58 

5452  36  Crystal  Bottom . 1.25 


List 

Catalogue  Price 

Number  Page  Description  Price 


5452-754  37  Ivory  Decorated .  1.73 

5608  32  Opal . 79 

5608  32  With  Colored  Lines . . .  1.25 

5609  32  Opal . 95 

5609  32  With  Colored  Lines .  1.50 

5610  32  Opal  . 1.42 

5612  32  With  Colored  Lines .  2.20 

5614  32  Opal .  2.91 

5616  32  Opal  .  3.94 

6445  34  Crystal  Top  and  Bottom.. .  1.50 

6446  34  Crystal  Top  and  Bottom . .  1.11 

6447  34  Opal  . 95 

6447  34  With  Colored  Lines .  1.38 

6448  34  Opal  . - . 75 

6448  34  With  Colored  Lines . 1.12 

6915-556  42  Ivory  Decorated . 79 

9001  7  Half  Shade . 70 

9001-735  6  Black  Decorated .  1.10 

9006  7  Crystal  Bottom . — .  1.42 

9006- 735  6  Black  Decorated . . . 1.90 

9007  7  Opal  . 83 

9007- 735  6  Black  Decorated  . . 1.42 

9009  7  Opal  . 1.00 

9009- 735  6  Black  Decorated . 1.73 

9010  7  Opal  . 1.73 

9010- 735  6  Black  Decorated . 3.77 

9012  3  Opal . . . - .  2.96 

9012-735  4  Black  Decorated . 4.72 

9014  3  Opal  . - . - .  3.81 

9014-735  4  Black  Decorated  , . 6.30 

9016  3  Opal . - .  5.61 

9016-735  4  Black  Decorated . . .  9.45 

12807  48  Opal  . 79 

12808  48  Opal  . 1.08 

12809  48  Opal  . 1.25 

12810  48  Opal . 1.47 

15140  19  Crystal  Louvre  Bottom .  5.50 

15150  19  Opal .  3.37 

159151/2  0584  42  Ivory  Decorated . . .  1.25 

16308D583  42  Ivory  Decorated .  1.25 


FOR  IVORY  GLASS,  ADD  10%  to  List  Price  of  Opal 
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